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X^ntage smokers, 
if performance really 
counts,>ou better 
count these numbers. 


It sU odds up. Only Merit has tnnchcd KlavorT Which gives Mem 
the lich. genuinely satisfying tobacco taste you eigoy in a ogmcile. yet ivilh 
less hir than other leading lights. Including Vantage. Which has a whopping 39H> 
mote tar than Merit. So if you want teal perfomunce m a low Ur agnvlte. 
give Merit a test tun. ItH do a nunihcr un the competition. 



SURGEON GENERAL’S WARNING Smoking 
Ctuiti Lung Cancir. Hurt Oittiia. 
Efiiphynnii. And May Complican Pngiancy 
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